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Subject: RE: Donburi Complaint at BLDG 31 


Tameika, 
I’m not going to file an incident report until we get a better idea of severity of the incident. If it does 
not rise to the level of illness | won’t be reporting it. 


Thanks, 
John 


From: Kastner, Tameika (NIH/OD/ORS) [E] <tameika.kastner@nih.gov> 
Sent: Thursday, January 2, 2020 2:48 PM 
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Thank you 
I was able to contact Pe]! will be following up with her this afternoon. 


Tameika 


Tameika N. Kastner, MPH, REHS/RS, CP-FS, MLS (ASCP) ™, RBP 
LCDR, U.S. Public Health Service 
Food Safety and Sanitation Officer 
National Institutes of Health, OD/ORS 
13 South Dr., MSC 5760 
Bldg 13 Rm 3K04, Bethesda, MD 
(Office) 301-496-2346 
(Fax) 301-402-0313 
: anil 


